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FM AMEMBASSY BEIRUT 
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INFO AMEMBASSY CAIRO 

CONFIDENTIAL BEIRUT 12631 

E.9. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONERS 

1. ACR AIR CONDITIONERS AT CAIRO WERE RETURNED TO SERVICE BY 
UTC ORCHARD DURING VISIT EARLY OCTOBER. UNITS ARE INSTALLED ON 
CHANCERY ROOF AND HAVE BEEN IN SERVICE SINCE 1962 INCLUDING PERIOD 
DISUSE AND NO MAINTENANCE 1967-1973. ORCHARD JUDGES REPLACEMENT 
DESIRABLE AS CORROSION OF METAL PARTS AND ROTTING OF OTHERS MAKES 
ACHIEVEMENT OF ACCEPTABLE RELIABILITY PROBLEMATICAL. THIS WAS THE 
SECOND TIME ORCHARD'S SERVICES WERE REQUIRED EVEN THOUGH UNITS 
ARE READILY ACCESSIBLE TO FSLES WHO MAINTAIN MOST OF EMBASSY'S 
AIR CONDITIONERS. 

2. REQUEST TWO NEW AIR CONDITIONERS AND FOUR SECTIONS OF THERMOFLEX 
DUCTING BE SHIPPED DIRECT TO CAIRO FOR RTC INSTALLATION. SUB 
STITUTION OF ONE LARGER CAPACITY UNIT AND ADDITIONAL DUCTING 
ACCEPTABLE. REQUEST POST AND A/SY RESOLVE ANY FUND QUESTIONS. 

3. CAIRO PLEASE ADVISE WHETHER PRESENT UNITS ARE 1 10 OR 220 VOLTS. 

AND SINGLE-PHASE OR THREE-PHASE POWER. INFORMATION IS ON UNIT 
NAMEPLATES. 

GODLEY 
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